CHAPEL  OF  ST.  AGNES  MEDICAL  CENTER 
1900  SOUTH   BROAD  STREET 
PHILADELPHIA,  PA  19145 

Just  off  the  Main  Lobby  is  this  strikingly  beautiful 
Chapel.  All  are  invited  to  come  and  find  in  the 
stark  simplicity  of  this  House  of  God  an  atmos- 
phere of  deep  stillness  and  a  sense  of  quiet  peace. 
Eucharist  and  paraliturgical  services  are  available 
to  all  through  closed  circuit  television  on  Channel 
4. 
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